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Hlie 

CONANT 



Recess Medicine ( 




No. 80-A 
Steel Medicine Cabinets 

Brass Door Frame -H" wide, Chromium Plated. First 
Quality Mirror with Polished Mitre Lines. Three Adjustable 
Glass Shelves and Bottom Shelf. Interior of Cabinet and Back 
of Mirror Door finished in White Sanoid or Color to match 
anv Fixture Color at no Extra Cost. 



Ca talogue 

No. Mirror 



Glass 
Shelves 



Rough 
Opening 



List 
Price 



80-A 
81-A 



20 "x 30" 
18 "x 27^" 



17y 2 "xV 18"x24"x4K" $50.00 
15-Vx4" 16"x22"x4 l A" $40.00 



Mirror Only (No Cabinet) 

Catalogue No. Mirror List Price 

180-A 20"x30" $30.00 

181-A 18"x27>^" $25.00 

First Quality Mirror. Chromium Plated Brass Frame 
|s" wide. Concealed Hangers. 



Design A 



No. 80-B 
Steel Medicine Cabinets 

First Quality Mirror with Polished Mitre Lines. Three 
Adjustable Glass Shelves and Glass Bottom Shelf. Interior 
of Cabinet and Back of Mirror Door finished in White Sanoid 
or Color to match any Fixture Color at no Extra Cost. 



Catalogue 

No. Mirror 

80-B 20"x32" 

81-B 18"x 28" 



Glass 
Shelves 

17^"x4" 

15^"x4" 



Rough 
Opening 



List 
Price 



18"x24"x4}^" $55.00 
16"x22"x4>4" $42.00 



Mirror Only (No Cabinet) 



Catalogue No. 
180-B 
181-B 



Mirror 

20" x32" 
18" x 28" 



List Price 

$32.00 

$28.00 




Design B 



Colored Borders Furnished on All Mirrors when Specified 

at an Additional Cost of $5.00 each. 

conant cabinets and mirrors can be furnished to your design on order. 



CONANT 

v_^LINE 



Recess Cabinets — Mirrors 




Cabinets — Mirrors 



CONANT 

v_/LINE 




No. 80-C 
Steel Medicine Cabinets 

First Quality Mirror with Polished Mitre Lines. Three 
Adjustable Glass Shelves and Glass Bottom Shelf. Interior 
of Cabinet and Back of Mirror Door finished in White San- 
oid or Color to match any Fixture Color at no Extra Charge. 



Catalogue Glass Rough 
No, Mirror Shelves Opening 


List 
Price 


80-C 20"x30" 17K"x4" 18 "x 24"x 4}4" 


$50.00 


81-C 18"x27><" 15 r Vx4" 16"x22"x4><" 


$40.00 


Mirror Only (No Cabinet) 




Catalogue No. Mirror List Price 


180-C 20"x30" $30.00 




181-C 18" x 27K" $25.00 





Design C 



No. 80-D 
Steel Medicine Cabinets 

First Quality Mirror with Polished Mitre Lines. Three 
Adjustable Glass Shelves and Glass Bottom Shelf. Interior of 
Cabinet and Back of Mirror Door finished in White Sanoid or 
Color to match any Fixture Color at no Extra Charge. 



Catalogue 

No. Mirror 

80-D 20"x30" 
81-D 18"x 27^" 



Glass 
Shelves 



Rough 
Opening 



List 
Price 



ny 2 "xV 18"x24"x4^" $50.00 
l55/s"x4" 16"x22"x4K" $40.00 



Mirror Only (No Cabinet) 



Catalogue No. 

180-D 
181-D 



Mirror 

20" x 30" 
18" x 27^" 



List Price 

$30.00 
$25.00 




/ '. fgn D 



MIRRORS ON CABINETS, OR MIRRORS ONLY, CAN BE FURNISHED WITH COLORED BORDERS 

IF DESIRED AT AN EXTRA CHARGE OF $5.00 EACH. 

CONANT CABINETS AND MIRRORS CAN BE FURNISHED TO YOUR DESIGN ON ORDER. 



IANT 
:ne 



Wall Cabinets — Mirrors 




CON ANT 

v AlNE 




"CONANT ALONE 
QUALITY WIT 



No. 80-E 
Steel Medicine Cabinets 

Brass Door Frame 2 a " wide, Chromium Plated. First 
Quality Mirror with Polished Mitre Lines. Three Adjustable 
Glass Shelves and Glass Bottom Shelf. Interior of Cabinet 
and Back of Mirror Door finished in White Sanoid or Color 
to match any Fixture Color at no Extra Cost. 

Catalogue Glass 

No. Mirror Shelves 

80-E 20"x26" 17K"x4' / 
81 -E 18"x24" 15-V'x4" 



Rough List 

Opening Price 

18"x24"x4W" $45.00 

16"x 22 "x 4><" $35.00 



Mirror Only (No Cabinet) 



Catalogue No. 
180-E 
181-E 



Mirror 

20" x 26" 
18" x 24" 



List Price 

$25.00 
$20.00 



E — Design can be furnished without frame on either mirrors or cabinets 
at no extra cost. Rosettes are used in cen fer of each comer. 



Design E 

No. 80-ER 

Two-Thirds Door 

Steel Recess Medicine Cabinets 

White Sanoid Finish, Three Adjustable Glass Shelves 
and Glass Bottom Shelf, First Quality Mirror with Mitre 
Lines. 

Chromium Plated Brass Frame -? s " Wide 



Catalogue No. 


Mirror Size 


Rough Opening 


List Price 


80-ER 


20" x 20" 


18" x 24" x $y 2 " 


$45.00 


81-ER 


18" x 18" 


16" x 22"x4K" 


$35.00 




Design ER 



r 



No. 80-L 
Steel Medicine Cabinet 



COMBINES HIGH 
i LOW COSTS" 



% 

CONANT 
aiNE 




No. 80-LR 
Two-Thirds Door 
Steel Recess Medicine Cabinets 

White Sanoid Finish. Beveled Mirror. Three Glass Shelves. 



Catalogue No. Mirror Size 

80-LR 18"xl8" 

81 -LR 16"xl6" 



Design LR 

No. 81-K 
Steel Medicine Cabinet 

French Mirror with Polished Mitre Lines. Three Ad- 
justable Glass Shelves. Interior of Cabinet and Back of Mir- 
ror Door finished in White Sanoid or Color to match any 
Fixture Color at no Extra Charge. 



Catalogue 

No. Mirror 



Glass 
Shelves 



Rough 
Opening 



List 
Pries 



81-K 16"x22" 15-Vx4" 16"x22"x4H" $23.00 
One Size Only 



Rough Opening 

18" x 24" x Ay 2 " 
16" x 22" x W 



List Price 

$28.00 
$22.00 




Design K 




Quality Bathroom Mirrors 




No. 80-L 
Steel Medicine Cabinet 

White Sanoid Finish, Three Glass Shelves, Bevel French 
Mirror. Metal Door Frame 5 s " wide. 



Catalogue 

No. Mirror 



Glass 
Shelves 



Rough 
Opening 



List 
Price 



80-L 18"x24" 17K"x4" 18" x 24" x 4y 2 " $29.50 
81-L 16" x22" 15>s"x4" 16"x22"x4>^" $23.00 



Design L 



No. 81-M 
Medicine Cabinet 

French Mirror with Polished Edges. Three Adjustable 
Glass Shelves. Interior of Cabinet and Back of Mirror Door 
finished in White Sanoid or Color to match any Fixture Color 
at no Extra Cost. 



Catalogue 
No. 

81-M 



Mirror 
16" X 22" 



Glass 
Shelves 



Rough 
Opening 



155 8 "x4" 16" x 22" x AV 



List 
Price 

$22.00 




Design M 



Mirrors on Cabinets, or Mirrors 
Only, can be Furnished with Col- 
ored Borders if Desired at an 

Extra Charge of $5.00 each. 



No. 717-H 
Frameless Mirror 

Steel Back in Color — French Plate Mirror, Narrow Bevel, 
Mitred Lines, Rosettes. Concealed Hangers. 

Size of Mirror 

12 x 18 inches $8.30 

14 x 20 inches .... 10.00 
16 x 24 inches .... 13.30 

Specify Color of Steel Back 



H/ie 

CONANT 
^/line 



Recess Cabinets — Mirrors 





Quality Bathroom Mirrors 













List Prices 




Mirror Size 


Plain 


Mitre 


Bevel 


12" x 18" 


$9.00 


$9.50 


$10.50 


14" x 20" 


12.00 


12.50 


13.50 


16" x 24" 


15.00 


15.60 


16.60 


18" x 28" 


19.00 


20.00 


21.00 


20" x 30" 


24,00 


26.00 


27.00 



No. 474 










IT I 







No. 70T 






Frameless Mirror 


Commercial 


Quality Smooth Edge 


Nickel Plated Clamps, 


4 " Bevel Edge 


Size 


of Glass 




List Price 


12 


' x 18" 




$4.50 


H 


' x 20" 




6.00 


L6 


' x 24" 




8.50 


18 


' x 40 " 




15.00 


18 


' x 50" 




20.00 


20 


' x 60 " 




25.00 




CONANT CABINETS AND MIRRORS CAN BE FURNISHED TO YOUR DESIGN ON ORDER. 



\NT 

<E 



Wall Cabinets — Mirrors 



CONANT 

VALINE 



Mirror — Wall Cabinet 




Mirror with Brass Frame, j s" wide, Quality Mirror, 
Metal Back. 



No. 462 



No. 461 





Chromium Plated 


Nicke 


/ Pla ted 


Mirror Size 


Plain 


Bevel 


Plain 


Bevel 


12" x 18" 


$8.50 


$9.50 


$7.50 


$8.50 


14" x 20" 


10.30 


11.40 


9.50 


10.60 


16" x 24" 


14.10 


15.40 


13.00 


14.30 


18" x 28" 


18.30 


19.80 


16.80 


18.30 


20" x30" 


20.20 


21.90 


18.70 


20.40 



These Mirrors are specially adapted for Hospitals and 
Public Buildings. 

Special Sizes to Order 



Nos. 360 and 361 
Wall Cabinets 

Made of Hard Wood 

Frameless Front Effect — French Quality Mirror 

Two Glass Shelves in 360 Cabinet 

Three Glass Shelves in 361 Cabinet 



Catalogue No. Mirror Size 

360 14"x20" 

361 16" x 24" 



Outside of Box 



List Price 



13fs"x 18^"x4fs" $18.00 
15fs"x22>^"x43.8" $20.00 



Specify Color Wanted on Cabinet Body. 




Made in Two Sizes 



